WHEATLEY HARBOR, located on the North Shore of Lake 
Erie, just east of Point Pelee, is an important commer- 
cial fishing centre for diesel-powered fishing tugs. Town 
of Wheatley lies a short distance to the north. Important 
commercial. fish packaging and freezing plants are lo- 
cated adjacent to the harbor. 
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